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BILL NO. A-77-08 




APPROPRIATION ORDINANCE NO. A-_ 

AN ORDINANCE appropriating 
certain funds from the 1977 
Revenue Sharing for Smith Field. 


WHEREAS, certain emergencies have developed since 
the adoption of the existing 1977 Revenue Sharing budget, 
and it is now necessary to appropriate more money than was 
previously appropriated in said budget to meet those 
emergencies. 

NOW, THEREFORE, BE IT ORDAINED BY THE COMMON 
COUNCIL OF THE CITY OF FORT WAYNE, INDIANA: 

SECTION 1. That $100,000.00 is hereby appropriated 
from the 1977 Revenue Sharing to The Board of Aviation - 
Smith Field. 

SECTION 2. That the unexpended and unappropriated 
balance of the Revenue Sharing Fund of 1977 is hereby 


reduced in the amount of $100,000.00. 


force and 
the Mayor 


SECTION 3. This Ordinance shall be in full 
effect from and after its passage, approval by 









Read the first time in full and on motion by 




, seconded by 


Committee on 


^ , , an^duly adopted, read the second time by title and referred to the 


(and the CityT*Imr-©efi=fflflisaion for 


geeom mend r a tion) and Public Hearing to be held after due legal notice, at the Council Chambers, 
City-County Building, Fort Wayne, Indiana, on the d ay 

of , 19^^t clock M .,E.S.T. 


DATE; 






CITY CLERK 

Read the thitrd time in full and on motion by_ 

seconded by \J • , and duly adopted, placed on its passage. 


PASSED by the following vote: 

AYES NAYS 

TZ 


TOTAL VOTES 


ABSENT TO-WIT: 

._ 


BURNS 

HINGA 


HUNTER 

MOSES 


NUCKOLS 
SCHMIDT. D. 

SCHMIDT. V. 

STIER 

TALARICO 

DATE: 








CITY CCeRK 

Passed and adopted by the Common Council of the City of Fort Wayne, Indiana, as 
r7 nNTNC MAJ 3:u-4^dENES AJA fANNEXATIONl fSPECIA Ll (APPROPRIATION) ORDINANCE 






_day of 


ATTEST: (SEAL) 









PRESIDING OFFICER 


CITY CLERK 

, ^ ^Fre^e^^^^^^^to the Mayor of the City of Fort Wayne, Indiana, on the 
day 5f ; 


19 77 at the hour 


of //■ V'T o'clock ^ M ..E.S.T. 




at the hotor of 


CITY CLERK 

l^jll^^igned by me this -d ay of A 

e C^O o 'clock 







































































































Bill No, 


A-77-08-03 


REPORT OF THE COldMITTEE ON FINANCE __ 

We, your Conimittee on_ rlnance to whom was referred an Ordinance 

•appropriating certain funds from the 1^77 Revenue SFrartng for Smtth Fi^eld 


have bad said Ordinance under ^t|sideration and beg leaye to report back to the Common 


Council that said Ordinance 


PASS. 


WILLIAM T. HINGA - CHAIRMAN 


JAMES S. STIER - VICE CHAIRMAN 


VIVIAN G. SCHMIDT 


PAUL M. BURNS 


FREDRICK HUNTER 



CONCURRED IN 

OATE---CHARLES W. WESTERMAN, CITY CLERK 
































:?47-9715 
AREA CODE 219 



ROOrilJC''- 

BASR FiSLQ TEr-JM!l"AL 
FORT t^AYKB, 'WDJA^'A 


J?r>;ec'rr'feo2’ 9® 197*^ 



/.] 



" yj. ’ 





Ecrorablo E©bor^^ S. Asso'^^rcic® 


oiT ,7 oj7«i tr?.^fEs.o 


C"?.9 Jfein S'tes-slJ 
Ivor's I’ajmot, Z’T.iic.’s.o. 


]Doa3r n-s.Tor' Arrsilirosas 

T&n rooz^. oi? A-Tlatica Ccrrdc'rrlTTioyOij y'^^S'crirfi to jirar roocs^. TCi 3 aoot., 
0 iH.SQrol 3 r rotesito to yen t&o r'cir-i^ot foi? 1977 “rovema® 

and bocs that r-"'-* r^ocanTn'l tbo fcllcEjiag or.yoiicSiteroc 
as a joart of y© 5 » t®t 0.1 ^ror’crrao Gbo,r'l©E” ps'C'P'ca. 

All of tb© bolw liotod itcro apply to Aiirport sad ssro the coa- 

tirnoaoo ©f a vony aotlTO proGTcn,, Initiated this years to reotoro an« 
is??r©ve Ssith Airport t® a cafe 3 adoonato aa.d prodactiv© facility of 
lisloh enr ccosyaity cay. bo pro^id, 

1 , Umolitien of tho oaiGtiop Adai^istratie:^ IMildi^ and tho 
ecKEQtrffiotica of a r.c'j 3?C'13 rq, fto tenaat facility oast of 
tbo orlotlnp Ad”in;lotr 9 tlcn fiiildins site, Tho airport raE?i> 
wcnld feo ortsac’od to ocTar “tho area ©f th© doisolished Adainis- 
tratioa Eoildls^;. 


Coots ? . 


IJtility ortenoiens ar© TffifsrCTi and ars art included la this ©stisato. 


a, SJsnolieh erf.otinAi Ad-eiBistratica Eaildin^ 


@ 6 s 0 C 0 ,C 0 


b, IZam asphalt p-rrhinG rarps 

EscaTraticas 925 ®»y« 21 S3*75 
8/3 Gcpbalt rerps 2570 s.y. S5*S0 


3 si'’. 6 S..CX} 

143906,00 


0 , IhAsal te 3 .ildi.ng 59® X € 0 ® with floors p 
roof 9 ©sit rnffisop dcoro and T^jiads^TS - 
3sG90 s,f, a 07*50 


22s 500 *00 


d. Fliffirblnss 5 firtoroo s SSOOoCX) 


2 p 500,00 


G, KoohcjaicaJ-s 39003 s*f. 3c ©3*50 


10p500,00 









( 2 ) 


ROOM 209 

BAER FIELD TERMINAL 
FOR'F'WAYNE, INDIANA 46809 


f. 

Electricals 3»000 s.f. x Sl.pO 

4,500.00 

g. 

Ceilings, floors? jfOOO s.f. x $1,25 

3,750.00 

h. 

Partitions8 210 lln, ft. x 8' high 

2,856.00 


1,680 s.f. X $1.70 

i. 

Pace exterior walls 200 lin. ft. x 8’ high 



1,760 z $1.25 

2,200.00 

J. 

Paintings 3,440 s.f. x $.50 

1,032,00 

k. 

Interior Doors and hardirsre - 6 ea, x $300,00 

1,800.00 

1* 

Exterior concrete and landooaplsg 

1,000.00 




TOTAL 

$77,012.00 


COICTINGEKICY yfo 

2,310.00 


SDHFOTAL 

$79,522.00 


A/E PEES 

7,700.00 


TOTAL 08?5022.00 


The existing (very old) administration building is in close^proximity 
to the S,S. approach sone and should be removed. The location can 
' V then be devoted to ait-craft parking which is very badly needed in the 

.v'^ servicing area. 

NOTE? Above costs were detailed by Schenkel cjid Shults - 
Architects, Engf^eers, August 9, 1976. 


1 

/ 


2. Relocate beacon tovjer and install new rotating beacon. Tovrer 

is now an obstruction to the S.E, approach sone and beacon light 
is obsolete and in poor condition. $5,500.00 

3. Remove trees in approach zone. Trees are of the height^that 

the approach is obstructed and a part, of the runway length is 
wasted. The property cx-.ner is not a v/illing seller and Condem¬ 
nation may be necessary. $5,000.00 


4. Repairs or re-bui.ld of T^iind direction indicator. 


$1,200.00 


5. Repair and re-build of min hangar building, this work to 
include the followings 


a. 

b. 


Costs8 


Repaint and repair masonry 

Exterior paint and eves and down spout 


$3,000.00 

2,500,00 
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ROOM 209 

• BAER FIELD TERMINAL 
FORT WAYNE, INDIANA 46809 

c. Roof ro-build 

d, Mocbanical repairs to heating system and drop 
ceiling 

©. Miscollaneous 

6. Roof repair to Hangar Ho. "S s^d line service 
offic© and miscellaneous repairs and additions 


Grand Total of Request 

It is the opinion of th® Board of Ariation Gonsaissioners that the abo\''s 
listed items of work are rosy ossoatial to tho well being and industria 
grOT.rbh of Pt. Tfeyne, Indiana, and Khon completed, along with many other 
improvement’s made, and to bo made by the Eaor Field staff, td-ll taak® 
Smith Field a solf-sustaining operation for many years to cose. 

Work already accomplishod at Smith Field has brought substantial praise 
and goodiidll from pcoplo of the area and aircraft ormers. bolieve 
stibstantial support will develop 'for the above set out program and tho 
continued good operation of Smith Field Airport. 


6,5CO,CX) 

10,500.00 

1.000.0 0 

^23,500, CO 

17 , 500.00 

§159,722.00 




George A. Gust, President 
Board of Aviation Consaissionsrs 


Respectfully submitted, 



Gc George Gust 
Herb Ifeber 
Kenneth Maxfield 
Richard Doenner 
Vem Sheldon 




TELEPHONE 
747-9715 
area CODE 219 





BAER FIELD TERMINAL 
FORT WAYNE, INDIANA 46809 


liiay 19s 1977 


i;.r. jor.n tvuckols 

2^19 Jinch 

Port Layne, Indiana 

Dear Duckols: 

'll'hile we (doara of Aviation Commissioners) luere disappoint 
ed with your decision not to grant at this time the SluCjOCiJ 
rxavenue iriaring funds for completing the badly needed repairs 
ano restoration at Smith field, uje do appreciate your decision 
tnat your approval is merely being postponed, 'le luo^ld, noweve 
oeg your reconsideration at this time as we regard the need to 
Da urgent . 

Attached is a copy of our letter to you of June 7, 197d 
^jwitlining 

(1) Tne lilaster Plan Study indicating a need for Smith 
Field, and 

( 2 ) Tne more than sad state of disrepair of tne Smith 
Field facilities. 

Last year, we useo the ®1Q0,uuG you allowed for restor:.ng' 

: la. runways and l\i-S taxiway. le needeo an estimated adaic.Lcr,al 
,hiu_i,uuO to briny- the remaining facilities up to minimal stan¬ 
za res ijjnich we understood would be forthcoming tnis year, oei 1 s 
ini that from that point forward, we would not need to ask tne 
Cioncil for further funds for the purposed inoeed , _we r; as , ar „ 
still have , hopes of the field becoming self-supporting . 

'JJe now have a new Lessee at the field who is obligated to 
c.^h.,r^Dute yearly toward maintenance. his ability to contriout 
rssioes in the volume of business he can generate. He needs to 
attract new business and tnis is Directly related to the conci- 
tiun of the facilities. 














baelR f slld't;,hminal 

FORT V^)AYNL, INDIANA 46809 


Also, the dGAC is presently endeauoriny to ihaue a 
restaurant built on trie property contiguous to State i^oad 
0 from ujhicn further supporting inccme uill be realized for 
the Awiation Fund. Unless tne field receivec the minimum 
repairs uje have planned, me fear tne individual presently 
interested ujill go elseujhere. 

Please note that if me receive no Revenue Sharing Funds, 
user Field funds mill have to be used ujith the loss ratio for 
our upcoming expansion at Baer Field being nine (9) to one (l) 
since me can obtain 9 0/o matchirig FAA A DAP funds mith our Baer 
Fieio funos. obviously, such a course of action mould be 
oackmard instead of formard. 

Dur objectives and efforts are being directed tomard the 
field becoming self-supporting , to attract nem business that 
mill more than assure this, and to avoio asking Council for 
funds over and beyond the presently requested 551 00,000. liiith 
ycur cooperation me can accomplish these. 

lie need Smitn Field as a north side doormay to our city 

1. to serve as a reliever for Baer Field, 

2. to serve the fJorth side industry and business, 

B. to serve as a training and recreational area, anc 

A. to attract the building of nem, privately financed 
structures on and contiguous to the field. 

A viable secondary airport for Fort 'd/ayne benefits the 
entire metropolitan area and greatly improves the margin of 
safety at both airports. 

If you should care to discuss any aspect of this request, 
or any other Aviation matter, please do not hesitate to con¬ 
tact me personally. UJe need your immediate cooperation. 

Thank you for your consideration. 

Respectfully, 

Board of Aviation Commissioners 


George A. Gust 
President 





June 7 


1976 


Common Council, City of Port Wayne 

City-County Building 

One Main Street 

Port Wayne, IN 46802 

Subject: Smith Airport - Pederal Revenue Sharing 
Gentlemen and Mrs. Schmidt: 

We have recently completed a comprehensive review of the immediate needs 
of P'ort Wayne's aviation facilities, including both Baer and Smith airports. 

A par-b of this work was accomplished by the Board of Aviation Commissioners, 
a part by the Airport Staff, and a part by outside consultants, Schenkel and 
Shultz, Inc. This letter is directed primarily to Smith airport and the urgent 
need for financing long overdue repairs necessary for the safety and convenience 
of the public. 

The Board of Aviation Commissioners and all others knowledgable of facts 
are agreed that the need for Smith Pield, and certain improvements thereto, is 
critical. The need for and the benefits to our community brought about by Smith 
Airport, among others, are mentioned in the Master Plan Study by R. H. Burke, 

Inc. 


According to the Master Plan Study, under Chapter VIII, Section B, it is 
stated: 

"To abandon Smith Pield without replacement is an alternative that 
seems to have little merit. The Airpoict in no way constitutes a drain 
on the city's resources ; in fact, in the last ten years it has brought 
more money into the coffers than has been spent on its operation and 
maintenance. In Chapter II it is conservatively estimated that, the 
current (1974) value of Smith Pield to the Port Wayne economy is some 
$240,600 per year which is expected to increase to some $ 787?500 per 
year by 1995." (Emphasis supplied) 





Common Council, City of Port Wayne 
June 7j 1976 
Page two 


Then, in Chapter VTI, Section A, in the second paragraph, it is stated: 

"Smith Field, at least in recent times has been financed almost en¬ 
tirely by its own revenues and the revenues of Baer Field . It has 
received little or nothing from local tax revenues, and has never 
received any federal funds for its development from either the Federal 
Aid to Airports (PAAP) or Airport Development Aid Programs (ADAP)," 

Under Chapter VT, Section B, the comment is made: 

"Smith Field, according to the above definition is currently class¬ 
ified as a Basic Utility Airport. The Indiana Airport System Plan 
recommends that Smith Field be upgraded to a General Utility airport, 
with a primary runway length of 3 j 900 feet. This would require an 
extension of approximately 6 OO feet to one of the existing runways 
or the construction of a new runway 3 j 900 feet in length." 

Further quoting: 

"Smith Field is needed to serve the general aviation aircraft 
based in or having destinations in the northern area of Port Wayne. 

Smith Field is well s-uited to this role because of its location near 
major highways (one-half mile from the intersection of Interstate 69 
and U. S. 3 O; five-eights of a mile from the intersection of Inter¬ 
state 69 and State Road No. 3) and an industrial complex of some 1,080 
acres shown on Figure II-l, Exhibit II-l shows the importance of 
Smith Field to this industrial area. 

Smith Field allows the benefits of general aviation to be brought 
to the northern Port Wasme area. In addition, the existence of Smith 
Field preserves a large area of open space in northern Port Wayne. 
Inasmuch as open space in urban areas is rapidly becoming a scarce 
commodity, this is an important benefit of Smith Field. 

There is also a safety benefit involved at Smith Field. Train¬ 
ing flights and leisure time recreation flying could use Smith Field 
and keep these smaller and, perhaps at times, inexperienced flyers 
from Baer Field where air carriers and National Guard flights are active 
at all periods during the daytime hours (and some nighttim^)." 






Common Council, City of Port Wayne 
J’one 7, 1976 
Page three 


In brief, the Master Plan Study recognizes the value of Smith Field to 
the City of Port Wayne. The long range planning for the aviation needs for the 
City of Port Wa 3 nie indicates the advisability of maintaining the Smith Field 
facility as an integral part of the futune aviation network. As quoted above 
from the Master Plan Study, 

"Smith Field, at least in recent times, has been financed almost 
entirely by its own revenues and the revenues of Baer Field. It 
has received little or nothing from local tax revenues, and has never 
received any Federal funds for its development...". 

The state of disrepair of Smith Field is now fully documented, a com¬ 
prehensive report having been submitted to the Board of Aviation Commissioners 
by Schenkel and Shultz, Inc., in their letter of March 9, 197^, copy attached. 

Our Airport Manager and the Board find this report, in most areas, to be accurate 
and considers only essential items of work which should be accomplished within 
the next year ot two. Total costs are $208,300.00 

Federal "matching" funds are not available for use at Smith Field. There 
is no local tax revenue available. The,only funds available are those earned 
at Baer Field , and these are insufficient for maintenance and further improve¬ 
ments currently required at Baer Field to meet the demands of the Port Wayne 
metropolitan area as set forth in the Master Plan Study. 

The $100,000 revenue sharing funds requested by the Mayor's Office are 
desperately needed to start the repairs at Smith Field. The Board of Aviation 
Commissioners is currently seeking funding from other sources, but momentarily 
finds that the only possible source of revenue available are earnings from 
Baer Field. Needless to say, using these earnings will cause problems in fund¬ 
ing the needed improvements at Baer Field. 

Unless we can find some source of revenue, other than Baer Field earnings, 
to finance the repairs at Smith Field, it would appear that the Board of Aviation 
Commissioners -will be placed in the position of requesting Council to provide 
fucrfcher funds, from any sources it may have available, to supplement the airport 
funds. 

It is the opinion of the Board of Aviation Commissioners that Co-uncil's 
approval of the requested $100,000 from Federal Revenue Sharing Funds for 
making repairs at Smith Field will not only alleviate the financial problems 
at Smith Field faced by the Board of Aviation Commissioners, but also those of 
Council and the City Administration. 




Common Council, City of Port ¥ayne 
Jime 7> 1976 
Page four 


¥e urge you to approve the granting of the $100,000 revenue sharing funds 
to be applied immediately to making repairs at Smith Field. 

Yours very truly, 


George A. Gust 
President 

Board of Aviation Commissioners 


GAG/nr 

Attachment - Copy of Schenkel and Shultz letter 

CO: Board of Aviation Commissioners 
Mr. Jim Ross, Airport Manager 
Vem E. Sheldon, Esq. 

Mayor Robert Armstrong 


3702 RUPP DRIVE, FORT WAYNE, INDIANA 46805, PHONE: 2T9/484-9080 

' ARCHITECTS 
ENGINEERS 
PLANNERS 
CONSTRUCTION 
-MANAGEMENT 
JTERIOR DESIGN 


Board of Aviation Commissioners 

Terminal Building 

Baer Field 

Fort Wayne, Indiana 

Attention: Mr. George A. Gust 
President 

Ref: Smith Field Survey 

Commission No. 7699 

Gentlemen: 

On Saturday morning, March 6, 1976, Messrs. George Gust, Herbert 
Weber, James J. Schenkel and I toured the above mentioned project 
and the following are our comments and observations concerning 
the condition and lack of maintenance of the Smith Field 
installation. 

1. Administration Building 

This building was built in approximately 1930 and has, to 
the best of our knowledge, four additions built to the 
existing building. On the exterior, it is evident there has 
been very little painting done in recent years. The gutters 
and downspouts are missing and not connected to the gutter 
to the ground tile. Basement windows are broken, some 
exterior doors are unable to be opened, light fixtures have 
been broken and damaged. In fact, we could not find a single 
light fixture in working order. The awnings over the windows 
are badly rusted, some have broken anchorage devices and are 
hanging over the windows. The condition of the roof is such 
that with the lack of proper drainage, moss is growing on_ 

'the leading edge of the roof, the roof shingles are deteri¬ 
orated, the ridge line of the roof is sagged approximately 
8 to 10". The overall general appearance of the exterior of 
'the building is such tha't it is apparent this building has 
received little or no attention the past five or six years. 


JAMtS I. SCHENKEL, AIA 
KICHAKD D. SHULTZ, AIA 
lAWKENCE C, KEEVES, AIA 
WESLEY D. WELSH, AIA 


JAMES L, DEARINC AIA 


March 9, 1976 


RECEiV^^D 

MAR 20 1976 
GUST, IRISH, JEFFERS & RICKERT 


MICHAEL S, COULOFE, AIA 

WILLIAM E, HICKS, AIA 

RONALD D, TOKBORC, AIA 

LOUIS E. ZICKLER - DIR, OF MARKETING 


ROBERT O. ETZLER, PE 
THOMAS P. EULITT, PE 
DALE C, KELLY, ASID 


VERNON r, REED, )R., PE 
JERRY L. THOMPSCJN, PE 
DALE R. SWAIDNER, ME 








Jacr Field 

Kef: Smith Field Survey 

March 9, 1976 
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The interior of the Administration Building is in about 
the same condition as the exterior. The absolute lack of 
maintenance in the men's and women's rest room, the toilets 
are plugged, lavatories are not working, and the overall 
condition in both rooms is deplorable. The ceiling tile 
are loose and hanging down, base molding is loose on the 
wall, tile floors have been patched, and the rooms are 
badly in need of paint. There is an area in what is referred 
to as the pilots' room where a stud frame wall had been 
erected. It has exposed wiring, no wall covering is evident, 
and the switch box is hanging loose from its support in the 
ceiling. Once again, in our opinion, the overall condition 
of the interior of this building is that it has not been 
maintained at all. 

The basement area of the Administration Building contains a 
boiler room which is leaking water through the exterior walls. 
In fact, to the south of the boiler room is a crawl space- 
which has approximately 6" of water over the mud slab. The 
control wiring of the boiler is exposed with the wiring in 
the conduit exposed due to a broken connection in the con¬ 
duit. The conduit is unsupported. In a room to the east 
of the boiler room is where the electrical service entrance 
is. This room contains numerous panel boxes without covers, 
wire has been cut at randum and not taped, it is unknown 
whether or not this wire is energized. The general condition 
of the wiring in the basement area is such that it certainly 
would not meet code requirements. 

The water piping in the boiler room area on the water heater 
is in repair, although there are some valves leaking at the- 
present time. . The basement area of the Administration 
Building is cluttered with junk and debris, and has not been 
cleaned for■sometime. 

It is questionable, withovt making a detailed cost estimate, 
and exhaustive survey, to state the amount of money which 
would be required to repair the building as needed and bring 
it to current code requirements. 



■oard of Aviation Commissioners 
iiaer Field 

Ref: Smith Field Survey 

March 9, 1976 
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2. "T" Hangar and Office Building 

The exterior of this building is in need of paint since it 
is obvious that it has not been maintained in recent years. 

At the east end of this building is a room containing the 
electrical panels and wiring devices for the building. 

The panel covers are missing; some circuit breakers are 
missing; the door to the room cannot be securred. The pump 
house at the east end of this building contains a pit housing 
the pump which is full of water at this time. The complaint 
is the controls on the pump short out from time-to-time and 
the men employed by Consolidated Airways are hesitant about 
entering this pit for fear of electrocution. 

. On the interior of the office building, little or no main¬ 
tenance has been done. The furnace is not in working order, 
in fact, the building has been closed since last summer 
because of heat requirements. On the northwest corner of 
the building are the vent pipes from the fuel tanks. These^ 
pipes contain one broken rain cap, and the other pipe contarns 
no rain cap whatsoever. This is a hazardous situation since 
it is possible for rain water to enter the vent pipe and, 
eventually, find its way into the fuel tanks. Also, on the 
corner of' this building is the electrical conduit lines 
carrying the power to the gas pumps.. This conduit is broken 
and the wiring exposed. This, too, is a safety and fire 
hazard. 

On the southeast corner of this building, there is a housing 
■ within the wall of the structure which should contain a fire 
extinguisher. The fire extinguisher is missing and this is 
within- a fifty feet distance to a gasoline dispenser. It 
was noted that this office building does not contain either 
men's or women's rest room facilities. 

On the west side of this building, at the edge of the side-^ 
walk is the underground pit and through this pit runs conouit 
containing numerous wire. The conduit is not connected and 
the wiring is exposed in the bottom of the pit.^ It is 
assumed this wiring either controls lights on the field or 
is carrying the power to thb various field pumps. II. was 
noted the concrete slab over the underground fuel tanks has . 
been raised at one time because of lack of fuel in the tank 
and water entering the ground buoying the tanks. 


Board of Aviation Commissioners 
Baer Field 

Ref: Smith Field Survey ■ 

March 9, 1976 
Page four 


The concrete apron on the east end of this office building^ 
at the location of- the fuel pump where aircraft taxi for 
refueling, has not been cleaned or swept for sometime. There 
is an accumulation of loose stones and dirt on top of this 
slab which could be picked up by the aircraft and hurled 
through the- air, striking people nearby. The apron between 
the office building and the main hangar is in the same state 
of repair and condition as the apron at the gas pumps. 

Once again, to bring this building to acceptable condition, 
it would require painting, and maintenance, as well as 
electrical work.before it met code requirements. 

3. Main Hangar Building 

This building was built in approximately 1930. The exterior 
is such that the brick masonry is in need of repair. The 
north and south walls of the building, at the east door 
jambs, the brick masonry has moved out aprpoximately 4". 

There are 12 windows broken around this building. It as 
very evident the exterior of this building has not been 
painted for sometime. A general comment regarding the overall 
appearance of the hangar building would be shoddy. 

The interior, mainly the boiler room, was inspected.^ This 
room has not been cleaned for sometime.- The insulation 
jacket on the boiler is deteriorated badly; in some areas, 
the insulation is missing entirely. The boiler is leaking, 
the control wiring for the boilers is exposed, there are no 
covers on the control device boxes; and it was noted the 
inspection certificate for the boiler expired November 
1975. The ceiling of the boiler room is in a sad state of 
disrepair, with the plaster missing in some areas, the^ 
expanded wire lath is exposed in some areas. The ceiling 
has sagged considerably. It can be assumed the condition of 
the boiler room ceiling has been caused, through the years, 
by water leaking into the area. It was noted that because of 
lack of maintenance, the boiler breeching are badly rusted.^ 

It is unknown whether the enduced draft fan is operable.^ It 
is further unknown whether- or not the steam coil boiler xs 
operational.’ 


Board of Aviation Commissioners 
Baer Field 

Ref: Smith Field Survey- 

March 9, 1976 ■ 
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The hangar proper is divided into two parts with a visgueen 
partition running north - south. At the present time, there 
is only heat in the east end and thisis supplied with three 
down blast unit heaters at which time only one was running. 
Additional radiant type heaters have been added in recent 
years and it is unknown whether or not these are in working 
condition. The original heating system in this building was 
a counterflow system with the heat piped through underfloor 
ducts connected to the steam coil blower in the boiler room. 

We have been told this system is now functioning. 

In crossing into the west end of the hangar, a Mr. Miles 
Gerberding, an aircraft owner, complained of the lack of heat 
•inthe building and the absence of proper light. It was noted 
.the underfloor ducts in the west end of the building had been 
bricked up and the overhead lights, 15 in number, had been 
stripped and replaced with flood lamp type fixtures. At the 
present time, only one of these lights is in.working condition 
It was evident with the condition of the lights in the 
building, they have not been maintained for sometime. 

The hangar doors are in a bad state of disrepair, that is, 
in many areas the door sweeps are missing, the door seals 
are missing, covers are missing on the rollers, at one point, 
and it was noted the door frame was resting on the track. 

The aircraft owners in the building at the time of inspection 
complainted that it takes approximately four men to move the 
doors. They also commented that the doors on the south side 
of the hangars have not been operable in the past four 
years or so. Some windows within the hangar doors are cracked 
and all doors are ill fitting. It has been sometime since 
the interior of the hangar has been painted or that any 
painting or maintenance work has been done. 

The concrete floor in the hangar, although crazed and cracked, 
is in relatively good condition. 

It can only be assumed that a reasonable amount of money 
could be spent to enhance the general appearance of the 
bui'lding, repair the doors- hs necessary, and make the 
necessary repairs to the electrical system and the heating 
system. The cost could run somewhere between $18,000 and 
$24,000. 
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It should be noted that inspection of the roof of this 
building was not made, therefore, any maintenance work 
regarding the roof would have to be added to the above 
mentioned figure. 

4. North-South Taxiway 

The north-south taxiway is approximately 50 x 24 00 feet, and 
is in a bad state of disrepair. It was noted the taxiway 
contains numerous chuckholes, a lot of debris on the surface, 
. the west edge.of the taxiway contains nothing but broken 
concrete and deteriorated asphaltic concrete. There are 
numerous chuckholes from the taxiway to the access road uO 
hangar row #1. It is evident the taxiway has not been 
swept clear of debris for sometime. It is our opinron, to 
repair and renew the north—south taxiway, it would reguire 
removal of the west one—third of the taxiway and this area 
be relayed with new ballast and asphaltic concrete overlay. 
The balance of the width of the taxiway could have an overlay 
of asphaltic concrete of probably one and one—half incnes 
in thickness. ' It would be safe to assume this cost would 
run between $42,000 and $45,000, depending upon the estimate 
as received by paving contractors. 

5. "T" Hangars Row #1 

These "T" hangars located on the northeast corner of the 
field contain doors which are virtually impossible to_ 
operate without the help of several people. It is evident 
the building has not been maintained, the doors have not 
been adjusted for sometime, and there is much rusting of 
the door track and rollers. The door track has been damaged 
through use over the years and has not been repaired. 

The interior of the "T" hangars have never'been repainted 
since construction. This fact is proven by all the interior 
structural members still having the factory prime coat of 
paint. It should be noted the rear access road on the east 
side of the'field has not been maintained and is nothing_ 
more than a clay gravel road. Because of the lack of main¬ 
tenance on this access ro^d, automobile travel this oime 
of year, is virtually impossible. It is further noted on 
the east end of this building is an access door which cannot 
be secured because the hardv/are■is inoperative. This room 
contains electrical and lighting panels and certainly is 
a hazard to anyone entering the room. 
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A general comment regarding this hangar is that all doors 
should be repaired and adjusted and the entire building 
should be repainted to prevent further corrosion and damage. 

6. North "T" Hangars - Cook Road Side 

The above mentioned comments regarding hangar row #1 also 
apply to these two hangars. 

It is noted that it take approximately three men to operate 
any of the doors on these buildings. These buildings have 
not been maintained and painted for sometime. 

7. Tetrahedron Center of Field 

This unit requires an examination of lighting and also new 
fabric since it is vital insofar as direction for pilots’ 
approach and landing on the field. 

8. It should be noted the beacon at the southeast corner of the 
field is inoperative. The motor has been non-operational 
for sometime, the obstruction light is burned out and there 
is no wind sock on the arm of the beacon tower. 

It is further noted that of the runway lights on the field, 

17 are not working. It is felt these lights have not been 
maintained and we have been informed this condition has 
existed for sometime. 

9. Runways 

It was noted that runways on the field have not been maintain( 
for sometime. The last maintenance was done by the City of 
Fort Wayne at which time a coat of slurry seal was applied. 

We were informed this application was in 1974. 

10. General Comments 

It was noted in our inspection of the facilities at Smith 
Field that there is extreme lack of security on the field. 

In fact, at the time of our inspection, there were two young¬ 
sters approaching the runway at mid field. It was noted 
that because of the lack of general maintenance on the 
buildings, safety codes have been violated, building code 
requirements have been violated, and thereby, fire hazards 
and safety hazards do exist. It is suggested, at this point, 
that an inspection could be made of the facilities by the 
building department officials and fire department officials 
to reenforce the statemens herein contained. 
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Attached please find a budget estimate which could be used 
for the purposes you intend. Please keep in mind these are 
budget figures only and should not be considered as firm 
pricing until bids are solicited from the various contractors 
If further information or pricing is required regarding this 
report, this work will be done upon your direct order- 

We thank you for the opportunity to be of service to you. If 
you have any questions or comments, please contact us. 

Sincerely, 

SCHENKEL & SHULTZ, INC. 



Arthur W. Sche^el 
Project Engineer 


mb 

end: 


SMITH 

BUDGET ESTIMATE 


PREPARED BY SCHENKEL & SHULTZ, INC., ARCHITECTS - ENGINEERS 


ADMINISTRATION BUILDING 



To repair and replace downspouts and 
gutters as required 

$ 

1,478.00 

Paint exterior trim 

$ 

1,000.00 

Repoint exterior brick masonry as 
necessary and coat with waterproofing 

$ 

6,275.00 

Roof and repairs to ridge and saddle as 
required 

$ 

2,500.00 

Repair to ridge line and rafters 
allowance 

$ 

1,500.00 

Glass and glazing allowance 

$ 

200.00 

Interior floor work - total replacement 
of all VAT floors 

$ 

2,880.00 

Repaint entire interior of this 
building, refinishing the walls, etc. 

$ 

4,517.00 

Electrical repairs allowance 

$ 

5,000.00 

Heating - repair boiler, etc. allowance 

$ 

3,000.00 


$ 28,350.00 


2. "T" HANGARS AND COMBINATION OFFICE 

Repaint exterior of the building as 
necessary, approximate 

Repairs to electrical, estimated 

Repairs to heating system - allowance 

Interior painting - estimate 


$ 1,500.00 
$ 4,000.00 
$ 2 , 000.00 
$ 1 , 000.00 


$ 8,500,0 
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3. MAIN HANGAR BUILDING 


Repoint and repair masonry - allowance 

$ 

6,000.00 



Glass and glazing, repair as necessary 

$ 

350.00 



Exterior painting 

$ 

2,500.00 



Interior painting 

$ 

2,500.00 



Mechanical repairs to boilers as 
necessary 

$ 

6,000.00 



Repairs to hangar doors 

$ 

2,500.00 



Repairs to electrical 

$ 

5,000.00 





$ 

24,850.00 

"T" HANGARS 





Row #1 - paint the exterior of the 
hangar 

$ 

2,500.00 



Interior painting of the hangar 

$ 

2,100.00 



Repairs to hangar doors - allowance 

$ 

1,^500.00 



Repairs to electrical - allowance 

$ 

1,000.00 





$ 

7,100.00 

"T" HANGARS - NORTH SIDE COOK ROAD 





Paint the exterior of each hangar, 

$2500 each 

$ 

5,000.00 



Hardware allowance and repairs to , 
doors 

$ 

2,000.00 



Electrical repairs - allowance 

$ 

2,000.00 





$ 

9,000.00 

TETRAHEDRON 





Allowance for repairs 

$ 

500.00 



Beacon and obstruction light - allowance 

$ 

2,500.00 



Runway lights - allowance 

$ 

2,500.00' 





$ 

5,50-0.00 






NOTICE TO TAXPAYERS OF 
ADDITIONAL APPROPRL4TIONS 


Notice is hereby given to the taxpayers of the City of Fort Wayne, Allen County, 
Indiana, that the Common Council of said Municipality will, at the Council 
Chambers, City-County Building, Fort Wayne, Indiana, on Tuesday, the 23rd d ay 

of _, 19 at 7;30 p.M. o^clock, Eastern Standard Time, 

consider the following additional appropriations which said Council considers 
necessary to meet an extraordinary emergency existing at this time. 

BILL NO. A-77^08-a3 

The amount of $lCQ,Q0a,00. ts> ^pproprt'Ate.d from tfe; 1277 g.^yen«e SFtartng to 

The Board of Aviation -^8mith Field. -- 

The unexpended and unappropriated balance of the Revenue Sharing Fund of 1977 fs 
hereby reduced in the amount of $100,000,00. 

Certain emergencies have developed since the adoption of the existing 1977 Revenue 
Sharing budget, and it is now necessary to appropriate more money than was 
previously appropriated in said budget to meet those emergencies. 


Taxpayers appearing at such meeting shall have a right to be heard thereon. 

The additional appropriation, as finally made, will be automatically referred 
to the State Board of Tax Commissioners, which Commission will hold a further 
hearing within fifteen days at the County Auditor's Office of Allen County, 

Indiana, or at such other place as may be designated. At such hearing, taxpayers 
objection to any of such additional appropriations may be heard and interested 
taxpayers may inquire of the County Auditor when and where such hearing 
will be held. 



CH.ARLES W. WESTERMAN 
CITY CLERK 









EMERGENCY APPROPRIATION ORDINANCE 


■ ^ 

WHEREAS, certain extraordinary emergencies have developed since 
the adoption of the existing annual budget, so that it is now necessary to appropriate 
more money than was appropriated in the annual budget; now therefore, to meet 
such extraordinary emergencies: 

Sec. 1. Be it ordained by the Common Council of the City of Fort 
Wayne, Allen County, Indiana, that for the expenses of said municipal corporation 
the following additional sums of money are hereby appropriated and ordered set 
apart out of the several funds herein named and for the purposes herein specified, 
subject to the laws governing the same: 


41 '/ 7 ' 7 7 

BILL NO. A-77-08-03 


AMOUNT REQUESTED AMOUNT APPROPRIATED 

$ 100 , 000.00 $ 100 , 000.00 _ 


That $100,000.00 is hereby approprtated from the 1977 Revenue Sharing to The 
Board of Aviation - Smith Field 


BILL NO.A-77-08-03 


AMOUNT REQUESTED AMOUNT APPROPRIATED 

$ 100,000.00 $ 100,000.00 


The unexpended and unappropratted balance of the Revenue Sharing fund of 1977 is 
hereby reduced in the amount of $100,000,00 

Certain emergencies have developed since the adoption of the existing 1977 Revenue 
Sharing budget, and it is now necessary to appropriate more money than was previously 
appropriated in said budget to meet those emergencies. 


ADOPTED THIS 





^^PAUL M. BURNS_ 


WILLIAM T. HINGA 


FREDRICK R. HUNTER 




WINFIELD C. MOSES, JR._ 




JOHN NUCKOLS 


DONALD J. SCHMIDT 


uJJL> 



'VIVIAN G. SCHMIDT_ 
JAMES S. STIER 


SAMUEL J. TALARICO 


AUDITOR’S OFFICE 

0 L 1 


_AyCiEG1977 

;'■CHA&L^gOW; WESTERMAN 

. -CITY qLFRK 

‘‘'1' 11, ' 4 '^ ‘ . (/ AUDITOR OF ALLEN COUNTY 

Issubd‘’':.9y2;l-64T'-r—-State Board of Tax Commissioners 

































DIGEST SHEET 


Admn, Appr„_ 

^ - 7 7 

TITLE OF ORDIMWGE Appropriation Ordinance for Smith Field Airp ort 

DEPARTMENT REQUESTING ORDINANCE Mayor ___ 

SYNOPSIS OF ORDINANCE Appropriation Ordinance in amount of $100, 000 

from 1977 Revenue Sharing for Smith Field Airport improve- 

ments. 


EFFECT OF PASSAGE Improvement of Smith Field Airport 


EFFECT OF NON-PASSAGE No improvement at Smith Field Airport 


MONEY INVOLVED (DIRECT COSTS, EXPENDITURES, SAVINGS) $100,000 


ASSIGNED TO COMMITTEE (PRESIDENT) 


























THE CiTY OF FORT WAYNE 


ClPi'-COUNTY BUILDING • ONE MAIN STREET • FORT WAYNE, INDIANA 46802 


room 122 



August 10,1977 

Ms. Virginia Grace 

Fort Wayne Newspapers, Inc. 

600 West Main Street 
Fort Wayne, Indiana 46802 

Dear Ms. Grace; 

Please give the attached full coverage on the dates of August 12 and August 
19, 1977, in both the News Sentinel anddournal Gazette. 


RE: Legal Notice for Common Council 

of Fort Wayne, Indiana for additional 
appropriations 

Bill No. A-77-08-01 
Aviation Funds 

Bill No. A-77-08-02 
Fort Wayne Horizons Council 

Bill No. A-77-08-03 

Board of Aviation - Smith Field 


Please send us (6) six copies of the Publisher's Affidavit from both newspapers. 


Thank you 



Charles W. Westerman 
City Clerk 


CWW/ne 
ENCL; 3 


AN EQUAL OPPORTUNITY EMPLOYER 




Form Prescribed by State Board of Accounts 


General Form No. 99 P (Rev. 1967) 


Coapon Council of Fort Wayne 

(Governmental Unit) 

.liiJLlen..County, Ind. 


JOURNAL-GAZETTE 


FORT WAYNE, INDIANA 


PUBLISHER'S CLAIM 


Display Matter (Must not exceed two actual lines, neither of which shall total more 
than four solid lines of the type in which the body of the advertisement is set) 
— number of equivalent lines 

Head number of lines 

Body number of lines 

Tail number of lines 

Total number of lines in notice 


-LL- 


50 


COMPUnON OF CHARGES 


•5-0 .lines,.J..columns wide equals. 5.0. .equivalent lines at. ja.Z59^ 

cents per line 


1 2 t95 


DATA FOR COMPUTING COST 


9o9 

Width of single column lit ei 


Number of insertions. 


Size of type. 




Size of quad upon which type is cast....5.T^.-... 


Charge for extra proofs of publication (50 cents for each proof in excess of two) 
TOTAL AMOUNT OF CLAIM 


$ 14.95 


Pursuant to the provision and penalties of Ch. 89, Acts 1967, 


I hereby certify that the foregoing account is just and correct, that the amount claimed is legally due, after aUowing aU just 
credits, and that no part of the same has been paid. = . s j v 


. 


...4ugu§,t...l.9...... 19..77. 


Buil^kig, ^Fort Wajme,. Ii 
owina 

gency existing 


MOTICe TO TAXPAYERS OP 
ADDITIONAL APPROPRIATIONS 
Notice Is hereby given to the tax 
payers of the City of Fort Wayne, 
Allen County, Indiana, that the Com- 
n Council of said Municipality 


in Tuesday 

. rn Standaru __ 

following additional appropriation 

lordinary emei 


The amount of $100,000.00 Is hereby 
lES'i The Board of Aviation- 
Tte unexpended and unapproprl- 
ited balance ot the Revenue Sharing 
mcwnt oMlOO doo'oo^ reduced In the 
Certain emergencies have devel- 
ped since the adoption of the exi-* 
..ig 1977 Revenue Sharing budget, a 
it is now necessary to appropria 
more money than was previously a 
proprlated In said budget to me 
those emergencies. 

■taxpayers appearing at such mec. 
shall have a right to be heard 
eon. The additional appropria- 
, as finally made, will be auto 
natically referred to the State Board 


erested taxpayers may inquire ot 
t County Auditor when and where 
:h hearing will be held. 

Charles W. Westerman 
CHARLES W. WESTERAAAN: 

CITY CLERK 


PUBLISHER’S AFFIDAVIT 

Personally appeared before me, a notary jiublic in and for said county and state, the 

undersigned_ ARVILLA DEW ALP 

that she is__ 


JOURNAL-GAZETTE 


who, being duly sworn, says 
--^_of the 


in the English language 1) 


.—newspaper of general circulation printed and published 


e In the^clt y j JQRT J 

In state and county aforesaid, and that the printed matter atuched hereto is a true copy. 


.f^/12-1 Q/77 



My commission expires.. 












































Form Prescribed by State Board o; Accounts 


Goromo n Coiinc il o f For t Wa ytie 

(Govemmentai Unit) 


To THE NEWS-SENTINE L 


WAYNE, INDIANA 


PUBLISHER’S CLAIM 


Disiday Matter (Must not exceed two actual lines, neither of which shall total more 
than four solid lines of the type in which the body of the advertisement is set) 
— number of equivalent lines 


Head number of lines 

Body number of lines 

Tail number of lines 




Total number of lines in notice 

computation of charges 

. §0 .lines,. 4 .columns wide equals.§.0.equivalent lines at.*2.5.9(J 

cents per une 

Additional diarge for notices containing rule or tabular work (50 per cent of above 
amount) 

Charge for extra proofs of publication (50 cents for each proof in excess oi two) 


TOTAL AMOUNT OF CLAIM 


DATA FOR COMPUTING COST 

9.9 

Width of single column R1 ems 




50 


$ 12.9.5 


2.00 

$... 1 ^.25 


Number of insertions.. 2. 


Size of quad upon which type is cast....54:. 


Pursuant to the provision and penalties of Ch. 89, Acts 1967, 


I hereby certify that the foregoing account is just and correct, that the amount claimed is legally due, after allowing all just 
credits, and that no part of the same has been paid. 


. 


Date..Ax:igU£.t..l9-- 


....77.... 


- NOTICE TO TAXPAYERS OF 
ADDITIONAL APPROPRIATIONS 
Notice Is hereby given to the tax 
payers ot the City ot Fort Wayne, 
Allen County, Indiana, that the Com 

- Council ot said Municipality 

CouncH Oiambers, Cl J- 


BILL NO. A-774W4I3 


Of $100,000.00 Is 

IKK'rTlr.JS.'S’.’SSSl COPT op 

ated balance of the Revenue Sharing 


ie adoption ot the exist 
venue Sharing budget, an( 
necessary to.appropriat 

,_jy than was previously ap 

propriated In said budget to mee 
those emergencies. 

lnJ*3Sirhlve'’ra W 

* ^dit^al j 

I maticaTly referred to the State Board 
of Tax Commtssloners, which Com* 
mission will hold a further hearing 
jjayj County Au- 

Ice^of County^ In^ 

hearing, taxpayers ob|ec- 
f of such additional appro- 
may be heard and 

_taxpayers may Inquire of 

County where 

Charles W. Westerman 
CHARLES W. WESTERAAAN: 


PUBLISHER'S AFFIDAVIT 

Personally appeared befbre me, a notaiy public in and for said county and state, the 

undersigned_ __who, being duly sworn, says 

that she is_-,.-of the 

NEWS-SENTINEL 

a__newspaper of general circulation printed and published 


in the English language in the ^tty | 
in state and county aforesaid, and that the printed matter attached hereto is a true copy. 


which was duly published in said paper f< 
as follows: , , 

8/12-19/77 


., the dates of publication being 




Subscribed and sworn to before me this... 












































